DART AEROSPACE LTD 


Description: 


SWASHPLATE IMMOBILIZING TOOL 


ADJUSTABLE BRACE - TUBE 
Inspection Dwg: RBE350A94-3700-C 


Rev: 6 


Work Order: 


Part Number: 


RBE350A94-3700-C-01 
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INSPECTION SHEET 


ee Tolerance ie Accept | Reject adr Comments 
Ø .75 +.010 
Ø .742 + .005 / - .000 
Ø .634 + .005 
© .187 + .005 / - .000 
4.545 + .005 
1.15 + .010 
1.000 + .005 
49 + .010 
.250 + .000 / - .005 
.132 + .010/- .000 
.04 X 45° + .010 X .5° 
Measured by: Checked by: QC Inspector: 
Date: Date: Date: 
Engineering Approval: Date: 
(If necessary) 
Rev Date Change Revised by Approved 
A 20.03.26 New Issue MG Ns 
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